GAS ANALYSIS

PAETI

amount of a confining liquid. The gasometer con-
sists of the bell A which dips into the cylindrical
ring-shaped space B, this latter being filled with a
solution of magnesium chloride. The shaded part
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D is a hollow cylinder closed at both the top and
bottom. The iron tube a serves as a guide for the
bell and should therefore be made quite wide. The
gasometer is filled by introducing the gas in question